

PFL1 PROFESSIONAL 
EASY GRIP SPONGE 
SCOURER (SMALL) 
24x6 
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ABRASIVE 
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PFL3 PROFESSIONAL 
EASY GRIP SPONGE WITH 
NON SCRATCH SCOURER 
20x6 



1 2 3 4 5 



PFL2 PROFESSIONAL 
EASY GRIP SPONGE 
SCOURER (LARGE) 
20x6 



S 




HIGHLY 
ABRASIVE 
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PFL4 PROFESSIONAL 
COMBO SPONGE 
SCOURER 16x6 
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PFL7 PROFESSIONAL PFL8 PROFESSIONAL HEAVY DUTY 

PLAIN SPONGE FOR GALVANISED POT SCOURER 

DELICATE SURFACES 16x6 



PFL9 PROFESSIONAL 
STEEL WOOL PADS \ 
20x12 



PFL10 PROFESSIONAL 
SPONGE CLOTH (LARGE) 

26x6 




ABRASIVE 

y 



12 3 4 



PEL 1 1 PROFESSIONAL 
SPONGE CLOTH(EXTRA LARGE) 
14x6 



PFL12 PROFESSIONAL 
STEEL WOOL ROLL 
1x1 




1 2 3 4 5 



PFL1 9 PROFESSIONAL 
DOUBLE SIDE SPONGE CLOTH ABSORBENT 

PROSCO NON SCRATCH 

28x1 




HIGHLY 
ABRASIVE 




12 3 4 



FLOOR CLEANING PAD PROFESSIONAL 

SIZE : DIAMETER 16 AND 17 INCHES. CENTER HOLE DIAMETER : 9 CM 
AVAILABLE IN DIFFERENT COLOURS AND DIFFERENT QUALITIES. 




NON HIGHLY 
ABRASIVE ABRASIVE 
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HEAVY DUTY PROFESSIONAL SCOURING PAD 
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